From: 

Sent: 

To: 

Subject: 


Joe Dorant <jdorant@moses-ma.ccsendcom> on behalf of Joe Dorant <jdorant@moses-ma.org> 
Monday, December 10,2012 1:01 PM 
Hanchett, James (DPH) 

General Membership Reminder 




General Membership Meeting 
December 11,2012 

The Common Market Reetaurant 
94 Willard Street 
Quincy, Ma 
(617) 773-9532 


Dinner at 6 P<M< and nroeting to follow. 

Directions: From the North: Take 93 Sou&i to exit 9 (West Quincy/Bryant 
Ave. exit). Take 2nd left. At the ist set of lights. The Common Market is on 
the corner to your left. 

From South: Take 93 North heading tow^d Bostcn and get off at exit 8 
(Ftffn^^e Brook P^kway exit). Enter the next roundabcxjt and take 1st exit 
onto Willard St. The Common feferket is on the left 0.9 mile down on Willard 
Street. 

Fr<»Tt ttte West: Take 128 Souli and then get on 93 North (heading toward 
Boston). Get off at exit 8 (Furnace Brook Parkway exit). Enter the next 
roundabout and take 1st exit onto Willard St. The Common Market is on 
the left 0.9 mile down on Willard Street 


Hope to see you there, 


Joe 
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